
El Monte Union High School District 
3537 JohnsonAvenue 
El Monte, Ca91731 

False Claims/ 


False Claims Act Certification 

Bid No. 2017-18(B4) 

Installation of District-Owned 
Surveillance Cameras and 
Wireless Access Points Districtwide 
(Bid Packet Section 00403) 


Bidder shall provide either the certification requested below or the i nf ormation requested on the next page. Failure to 
certify or provide the requested information may result in a determination that the Bidder is non-responsive. 
Failure to fully and accurately provide the requested certification or information may result in a determination 
that the Bidder is not responsible. “False Claims Act”, as used herein, is defined as either or both the Federal False 
Claims Act, 31 U.S.C. Sections 3729 et seq., and the California False Claims Act, Government Code Sections 12650 et 
seq. 


FALSE CLAIMS ACT CERTIFICATION 


If the Bidder has no False Claims Act violations as described above, complete the following: 

I,_, am the_ 

(Print name of person responsible for submitting bid) (Title with bidding entity) 


of_(hereinafter, “Bidder”). 

(Print Name of Bidding Entity) 

In submitting a bid to the El Monte Union High School District for: “Installation of District-Owned Surveillance 
Cameras and Wireless Access Points, Bid No. 2017-18(84),” I, hereby certify that neither Bidder nor any person who 
is an officer of, in a managing position with, or has an ownership interest in Bidder has been determined by a court or 
tribunal of competent jurisdiction to have violated the False Claims Act as defined above. 

I declare under penalty of perjury that the foregoing is true and correct. 

Executed this_day of_at_ 

(month and year) (city and state) 

by_ 

(Signature of Person Responsible for Submitting Bid on behalf of Bidder) 
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FALSE CLAIMS ACT VIOLATIONS INFORMATION 


(1) Date of Determination of Violation: 


(2) Identity of tribunal or court and case name or number, if any: 


(3) Government Contract or project involved: 


(4) Government agency involved:. 


(5) Amount of fine imposed: 


(6) Exculpatory Information: 


DECLARATION 

I,_, the_ 

(Print name of person responsible for submitting bid) (Title with bidding entity) 

of_(hereinafter, “Bidder”) 

(Print Name of Bidding Entity) 

declare under penalty of perjury that the above information is true and correct. 

Executed this_day of_at_ 

(month and year) (city and state) 

by_ 

(Signature of Person Responsible for Submitting Bid on behalf of Bidder) 

END OF DOCUMENT 
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